Zhejiang Quanshun Machine Tool Co., Ltd. 


CNC End Face Cylindrical Grinding Machine 





Description unit MK1620Hx500 MKE1620Hx500 
Dia to be ground mm ®8 ® 200 

Max. length to be guound mm 500 

Center height mm 135 

Max Workpiece Weigh kg 50 

Wheel peripheral velocity m/sec 45 
Distance between centers mm 500 

Swinel range of worktable . —3-+7° 
External wheel size mm ®500x50x® 203 
Workhead and tailstock center morse NO. 4 
Overall dimensions (LxWxH) mm 3000x1600x1500 


Universal Cylindrical Grinding Machine 





Description unit M1450Bx1500/2000/3000/4000 

Max. dia. to be ground mm 500/200 

Max. length to be guound mm 1500, 2000, 3000, 4000/320 
Max. workpiece weight kg 1000 

Wheelsize (0.D. xWxI. D) mm ®500x75x 305 

Wheel spindle rotation speed r/min 1300 

Center height mm 270 

Max. worktable traverse mm 1500. 2000. 3000. 4000 

Max. worktable travel speed m/min 3 





Wheel peripheral speed m/s 38 


Contact Us 


Add: No. 100 Xueyuan Road, Jiangzao Town, Zhuji City, Zhejiang Province, 
China 

Tel: +1-5416026691 

Phone: +86-15068518279 

E-mail: quanshunchina@gmail. com 

Website: https://www. china-quanshun. com 


